After leaving the G-3 blade in the shop for repair, Schafer
operated a scraper for the rest of his November 12 shift (T. .68,
387).

On the following day, November 13, 1984, Schafer returned to
the mine to commence work on the 4 p.m. to midnight shift.  The
G-3 was at the job site and Schafer performed his usual safety
checkf V drove the G-3r and lfrealized that the brakes were the
same as they had been the night before*11 (T. 68, 142).  He
called the shop foreman for that shift (T. 384), Rich Schneider,
on his radio and asked him if there, was any plan to repair the
brakes.  Schneider said that they didnft want to-repair it until
after repairs on the G-4 were completed (T* 68, 477, 478) .
Schafer asked what happened to the tag he had put on it the night
before and Schneider said he knew nothing about it (T* 68-70,
111, 146).  Schneider didnft say, and Schafer did not know, when
the G-4fs repairs were due to be completed (T. 146).  Management
did have "plans" to repair the G~3fs brakes (T, 147, 277) but did
not want to make such repairs until after the G~4@s repairs were
completed (T. 68, 86, 365, 384-386, 477-478, 527-528) which was
anticipated to.be on Wednesday, November 14 (T. 384) .

Schafer than called Dean Bray, his foreman, at approximately
4s 30 p.m. and asked him to bring him another tag for the blade*
Bray said nothing but after a while he came to where Schafer was
and asked Schafer to take a pickup and go fuel a light plant.
Bray told Schafer he would get him a tag later.  Schafer then
fueled up the light plant, and found a tag in the pickup which he
then, about 5 p.m. (T* 172, 173), put on the G-3 blade between 7
p.m. and 8 p.m. (T. 109)  Bray asked Schafer if the G-3 was in
too bad shape to take to the repair yard*  Schafer said he could
bring it there (a distance of 5 or 6 miles) in slow speed (T.
70-72, 389, 390).  Bray did not mention opposing putting a tag on
the blade at that time (T* 70-72) or that it wasnft company
policy to put a second tag on the machine (T. 72) .  When Bray
arrived for work on November 13, he did not ask anyone if the
blade had been repaired the night before, but flassumed that it
had been taken care of or it wouldn*t be out there again11 (T*
403-404).

The tag which Schafer put on the G-3 on November 13, 1984
(Ex. 9) was on the same printed tag form as Ex. 8 and provided on
the front sides

ls DANGER

EQUIPMENT NEEDS REPAIR
SIGNED BY s/ D.M. Schafer
Date 11-13-84

7s 00 p.m.  8!

3/ Employees were required to check their equipment before
operating it (T. 418-419).
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